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PREFACE. 1901 



In presenting our catalogue for 1901-2, we take the opportunity to thank our many friends and customers for 
their liberal patronage, as well as for their many compliments upon the high quality of our goods, and to express the 
hope that our past policy of dealing with them and the satisfactory results obtained in handling our clocks may justify 
a continuance of our cordial relations. 

The new century finds the INGRAHAM CLOCK at the front, enjoying a reputation for quality and reliability 
unsurpassed; made by skillful and well-paid labor, of the best material money can buy, and embodying the latest 
improvements that science and experience in the art of clock making have produced, while retaining and improving the 
hitherto unexcelled quality of finish and workmanship which have made them so justly celebrated in the past. 

The high repute in which Ingraham Clocks are held by the public, evidenced by the constantly increasing de- 
mand, taxing as it has the limit of our facilities and compelling us to make large additions to our plant from time to 
time to satisfy it, we cannot construe in any other way than that we have been successful in our efforts to produce 
clocks, that, quality considered, are the cheapest in the world. 

We aim to have our designs always new, original and up-to-date, not copies of designs made by other manu- 
facturers, and dealers handling our clocks may be always assured of our untiring efforts to accomplish this end. 

A matter to which we beg to call your special attention is the fact that we Sell Strictly to Jobbers and not to 
their Customers, thus the jobber handling INGRAHAM CLOCKS is not confronted with the. exigency of meeting 
factory competition. 
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A reference to the following pages will show that many new designs have been added to our already large 
variety of Imitation French Marble, and Oak Cabinet, Hanging and Mantel Clocks, thus furnishing our patrons a most 
complete line of goods from which to make selections. Special attention is called to our new assortments of Embossed 
Oak Mantel Clocks illustrated on pages 49, 50, 51, 61, 62, and 63 which are superior to anything of the kind offered at 
similar prices. 

Our process of finishing enameled clock cases produces a surface and lustre superior in appearance and durability 
to the finest imported cases, and is the only enameling process ever developed perfectly adapted to the purpose. Our 
oak cases are varnished by immersion, thoroughly coating the case inside and out, which makes an extremely homo- 
geneous and beautiful finish. 

All our MOVEMENTS are made with BRASS PLATES, not steel, as used by some American manufacturers. 
Every clock is run and thoroughly tested before it leaves the factory, and with proper usage is warranted a correct time- 
keeper. 

THE E. INGRAHAM COMPANY. 



All Enameled and Marbleized Clocks (except Wizard, Rex, Count 
and Rival, which are packed four in a box), packed singly. 

Bristol Nickel Alarm Clocks packed fifty in a dox. 

All Oak and Walnut Mantel Clocks packed six in a box. 

Drop Octagon and Dew Drop Clocks packed six in a box. 

All other Hanging Clocks packed singly. 

When Clocks are packed regularly six in a box, an additional 
charge of eight cents net per clock is made for packing 
singly. 
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Eight Day. 



MARBLEITE, No. 2 



Half Hour — Cup Betx. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 

Cast Sash, White or Fancy Dial, Marble No. 25, 



Height, 11 Inches. 



$7.00 
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Eight Day. 



MARBLE1TE, No. 3, 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 




Dial, 5 Inches. 
Cast Sash, White or Fancy Dial, Marble No. 4, 



Height, 11 Inches. 



Patent Regulator. 



$7.00 
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Eight Day. 



MARBLEITE, No. 4 



Hale Hour— Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or Fancy Dial, Marble No. 6, 



Height, 11 Inches. 



$7.00 
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Eight Day. 



MARBLEITE, No. 5 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 




Dial. 5 Inches. 
Cast Sash, White or Fancy Dial, Marble No. 2, 



Height, 11 Inches. 



Patent Regulator. 



$7.00 
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Eight Day. 



MARBLEITE, No. 9. 



Half Hour — Cup Bull. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or Fancy Dial, Marble No. 19, 



Height, 111/2 Inches. 



.25 
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Eight Day. 



CUTE. 

Half Hour — Cup Bell. Hour — Cathedral Gong. 




Dial, 5 inches. 

Cast Sash, White or Fancy Dial, 



Height, 11 Inches. 



Width, 10 Inches. 



Patent Regulator. 



$7.00 



10 
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PEARL. 

Eight Day Half Hour— Cup Bell. Hour— Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 

Cast Sash, White or Fancy Dial, 



Height, 11 Inches. 



Width, 10 Inches. 



$7.00 
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Eight Day. 



BUDGET. 



Half Hour — Cup Bell. 



Hour— Cathedral Gong. 




Dial, 5 Inches. 
Cast Sash, White or Fancy Dial, 



Height, 11 Inches. 



Width, 10 Inches. 



Patent Regulator. 



$7.00 



12 
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Eight Day. 



ACORN. 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or Fancy Dial, 



Height, 11 Inches. 



Length of Base, \2y 2 Inches. 



$7.50 
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Eight Day. 



SAVANT. 

Half Hour — Cup Rkf.i.. Hour — CatiiivDrat, Gong. 




Dial, 5 Inches. 



Cast Sash, Porcelain Dial, 



Height, 10 Inches. 



Patent Rkgu lat< «l 



Any Black Clock Fitted with Porcelain Dial 50 Cents Additional, List. 



-.50 



14 
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Eight Day. 



LUSTRE. 

Hale Hour — Cup Bell. Hour — Cathedral Gong. 




Dial, 5 Inches. Height, 10 Inches. 

Cast Sash, Porcelain Dial, . . . . . . 

Any Black Clock Fitted with Porcelain Dial 50 Cents Additional, List. 



Patent Regulator. 



$7.75 
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Eight Day. 



MURAL. 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 

Cast Sash, White or Fancy Dial, 



Height, 11 j/g Inches. 



16 
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Eight Day. 



WIZARD. 

Half Hour — Cup Bell. Hour — Cathedral Gong. 




Patent Regulator. 



Dial, 5 Inches. 
Cast Sash, White or Fancy Dial, 



Height, 10% Inches. Length of Base, 10 Inches. 

This clock packed four in a box, 



$6.40 
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REX. 

Eight Day. Half Hour — Cup Bell. Hour — Cathedral Gong. 




Patent Regulator. 



Dial, 5 Inches. Height, 10% Inches. 

Cast Sash, White or Fancy Dial, Mouldings Marble No. 27, 

This clock packed four in a box. 



Length of Base, 10 Inches. 



$7.25 
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RIVAL. 

Eight Day. Half Hour — Cup Bell. Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or Fancy Dial, 



Height, 11 Inches. Length of Base, 12 Inches. 

This clock packed four in a box. 



$7.25 
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Eight Day. 



COUNT. 



Hale Hour — Cup Bell. Hour — Cathedral Gong. 

Ml 




Patent Regulator. 



Dial, 5 Inches. Height, 12|4 Inches. 

Cast Sash, White or Fancy Dial, Mouldings Marble No. 2J, 

This clock packed four in a box. 



Length of Base, 10 Inches. 



$7.90 



20 
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VERNAL 



Bight Day 



Half Hour — Cup Bell 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, C Incnes. Height, 10 Inches. Length of Base, 12|/ 2 Inches. 

Cast Sash, Porcelain Dial, . . ....... 

Any Black Clock Fitted with Porcelain Dial 50 Cents Additional, List. 



$7.50 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



21 



ALAMO. 



Bight Day 



Hal* Hoir — Cup Bell. 



I [our — Cathedral Gong. 



Patent Regulator 




Dial, 5 Inches. Height, 9i/ 2 Inches. 

Cast Sash, White or Fancy Dial, Mouldings Marble No. 27, 



Length of Base, 14 , / 2 Inches. 



$?.T5 



22 
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FOCUS. 



Eight' Day. 



Half Hour — Cup Bull. 



Hour — Cathedral Gong. 



Patlnt Regulator. 




Dial, 5 Inches. Height, 11 Inches. 

Cast Sash, White or Fancy Dial, Mouldings Marble No. 9, 



Length of Base, 15'/^ Inches. 



$7.95 
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Eight Day. 



JEWEL. 

Hale Hour — Cup Bell. Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 10% Inches. 

Cast Sash, White or Fancy Dial, Mouldings Marble No. 27, 



Length of Base, 16 Inches. 



.10 



24 
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REGENT. 

Eight Day. Half Hour — Cup Bell. Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 11 Inches. 

Cast Sash, White or Fancy Dial, Mouldings and Columns Marble No. 9, 



Length of Base, 17 l / 2 Inches. 



.20 
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Eight Day. 



LUZON. 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 11 Inches. 

Cast Sash, White or Fancy Dial, Mouldings and Columns Marble No. 9, 



Length of Base, 15^ Inches. 



.20 



26 
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EDICT. 



EioiiT Day. 



Hale Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 11 Inches. Length of Base, 15y z Inches. 

Cast Sash, White or Fancy Dial, Mouldings Marble No. 9, Columns Solid, Brass Oxidized, 



$8.45 
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Eight Day. 



LANCET. 

Hale Hour — Cup Bell. Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 11 Inches. 

Cast Sash, White or Fancy Dial, Mouldings Marble No. 12, 



Length of Base, 17J/-> Inches. 



$8.50 



28 
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ADRIAN 



Eight Day. 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 11 Inches. 

Cast Sash, White or Fancy Dial, Mouldings and Columns Marble No. 9, 



Length of Base, 17'/£ Inches. 



$8.50 
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Eight Day. 



GALATEA. 

Half Hour — Cup Bell. Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 11 Inches. 

Cast Sash, White or Fancy Dial, Mouldings and Columns Marble No. 9, 



Length of Base, 17J/2 Inches. 



$8.50 



30 
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Eight Day. 



EMPRESS. 

Hale Hour — Cup Bell. Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 11 Inches. Length of Base, 17J/2 Inches. 

Cast Sash, White or Fancy Dial, Mouldings Marble No. 9, Columns Solid, Brass Oxidized, 



75 
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Eight Day. 



ANCHOR. 

Hale Hour — Cup Bell. Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 11 Inches. Length of Base, 17J/ 2 Inches. 

Cast Sash, White or Fancy Dial, Mouldings Marble No. 9, Columns Solid, Brass Oxidized, 



5.75 



32 
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Eight Day. 



ERNA. 

Half Hour — Cup Bell. Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 11<4 Inches. Length of Base, 15J4, Inches. 

Cast Sash, White or Fancy Dial, Mouldings Marble No. 44, Columns Solid, Brass Oxidized, . 



$8.75 
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Eight Day. 



BETA. 

Hale Hour — Cup Bell. Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 11J4 Inches. Length of Base, I3I/4 Inches. 

Cast Sash, White or Fancy Dial, Mouldings Marble No. 44, Columns Solid, Brass Oxidized, . 



.90 



34 
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Eight Day. 



FALCON. 

Half Hour — Cup Bell. Hour — Cathedral Gong. 



SKft?^^**^ 



Patent Regulator. 




Dial, 5 Inches. Height, 12i/ 2 Inches. Length of Base, 15 Inches. 

Cast Sash, White or Fancy Dial, Mouldings Marble No. 9, Columns Solid, Brass Oxidized, 



.90 
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SYMBOL. 

Eight Day. Hale Hour— Cup Bell. Hour— Cathedral Gong. 



Patent Regulator. 




Height, 12"/ 2 Inches. 



Length of Base, 13J/ 2 Inches. 



Dial, 5 Inches. 

Any Black Clock Fitted with Porcelain Dial 50 Cents Additional, List. 



$9.00 



36 
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METER. 



Eight Day. 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 11 Inches. 

Cast Sash, White or Fancy Dial, Mouldings Marble No. 33, 



Length of Base, 17J/^ Inches. 



$9.00 
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Eight Day. 



LEVANT. 

Hale Hour — Cup Bell. Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 11^ Inches. 

Cast Sash, White or Fancy Dial, Sides and Base Marble No. 2, , 



Length of Base, 14 Inches. 



$9.0Q 



38 
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LEGION. 

Eight Day. Hale Hour — Cup Bell. Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 

Cast Sash, White or Fancy Dial, 



Height, 12 Inches. 



Length of Base, 15 Inches. 



$9.00 
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FLORIN. 

Eight Day. Half Hour — Cup Bell. Hour — Cathedral Gong. 



Patent Regulator 




Dial, 5 Inches. Height, Wy z Inches. Length of Base, 16/ 2 Inches. 

Cast Sash, White or Fancy Dial, Mouldings Marble No. 9, Columns Solid, Brass Oxidized, 



$9. 2! 



40 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



MONARCH. 

Eight Day. Half Hour — Cup Bell. Hour— Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 12 Inches. 

Cast Sash, White or Fancy Dial, Mouldings and Columns Marble No. g, 



Length of Base, 17J/2 Inches. 



$9.50 
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VICTOR. 



Eight Day. 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 

Cast Sash, White or Fancy Dial, 



Height, 10 Inches. 



Length of Base, 17|/ 2 Inches. 



$10.00 



42 
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MEDAL. 

Eight Day. Half Hour — Cup Bell, Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 
Cast Sash, White or Fancy Dial, 



Height, 10 Inches. 



Length of Base, 15 Inches. 



$10.00 
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Eight Day. 



MAGNET. 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 

Cast Sash, White or Fancy Dial, 



Height, 10 Inches. 



Width, 15 Inches. 



$10.00 



44 
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Eight Day. 



GALAXY. 



Hale Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 

Cast Sash, White or Fancy Dial, 



Height, "\"\y 2 Inches. 



Length of Base, 1 6 !/ 2 Inches. 



$10.00 
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Eight Day. 



TRITON. 



Hale Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 11 Inches. Length of Base, 16 Inches. 

Cast Sash, White or Fancy Dial, Top, Base and Mouldings Marble No. 2, 



$10.50 



46 
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Eight Day. 



ERMINIE. 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 9J/ 2 Inches. Length of Base, 15y z Inches. 

Cast Sash, White or Fancy Dial, Mouldings and Columns Marble No. 2, . 



$10.50 
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CYCLE. 

Eight Day. Half Hour — Cup Bell. Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 11 Inches. Length of Base, 14j/ 2 Inches. 

Cast Sash, White or Fancy Dial, Mouldings and Columns Marble No. 25, 



$10.75 



THE BRISTOL 



NICKEL ALARM. 




Dial, 4i/ 2 Inches. Height, &/ 2 Inches. 

To take this Clock apart unscrew Ring and Feet. The Illustration is Life Size. 
Alarm, ......... $1.65 
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Above illustrations show marble used on our cases. Reference by number 
is found under each clock, where used. 
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Above illustrations show marble used on our cases. Reference by number 

is found under each clock, where used. 



LAKE LINE. 

CAYUGA-oak. ITASCA-oak 



49 





Dial, 6 Inches. 
Eight Day, Strike, 



Height, 22 Inches. Dial, 6 Inches. 

$3.65 Eight Day, Strike, 
Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 22 Inches. 



53.65 
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LAKE LINE. 

MICHA-OAK KEUKA-oak. 







Dial, 6 Inches. 
Eight Day, Strike, 



Height, 22 Inches. 



Tf 




Dial, 6 Inches. 
$3.65 Eight Day, Strike, 
Fitted with Alarms or Gongs, 45 Cents Additional, Ljst. 



Height, 22 Inches. 



$3.65 



LAKE LINE. 

ONEIDA-oak. SENECA-oak. 
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Dial, 6 Inches. 

Eight Day, Strike, 



Height, 22 Inches. Dial, 6 Inches. 

$3.65 Eight Day, Strike, 
Eitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 22 Inches. 



$3.65 
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FLOWER ASSORTMENT. 



LILAC-WALNUT. 



DAHLIA-oak. 





Dial, 6 Inches. 

Eight Day, Strike, 



Height, 22 Inches. Dial, 6 Inches. 

$3.65 Eight Day, Strike, 
Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 22 Inches. 



$3.65 



FLOWER ASSORTMENT 



5:J 



ROSE -WALNUT. 



LILY-oak 





Dial, 6 Inches. 

Eight- Day, Strike, 



Height, 22 Inches. Dial, 6 Inches. 

$3.65 Eight Day, Strike, 
Fitted with Alarms or Gongs, 45 Cents Additional, Eist 



Height, 22 Inches. 



$3.65 
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FLOWER ASSORTMENT. 



TULIP-WALNUT. 




VIOLET-oak. 




Dial, 6 Inches. 



Eight Day, Strike, 



Height, 22 Inches. Dial, 6 Inches. 

$3.65 Eight Day, Strike, 

Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 22 Inches. 



$3.65 



STAR ASSORTMENT. 



G5 



URANIA-oak 




THALIA -oak. 




Dial, 6 Inches. 
Eight Day, Strike, 



Height, 23 Inches. Dial, 6 Inches. 

$3.80 Eight Day, Strike, 
Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 23 Inches. 



$3.80 
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STAR ASSORTMENT. 

DIANA -oak. VESTA-oak. 





Dial, 6 Inches. 
Eight Day, Strike, 



Height, 23 Inches. Dial, 6 Inches. 

$3.80 Eight Day, Strike, 
Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 23 Inches. 



$3.80 



STAR ASSORTMENT. 

AURORA-oak. MINERVA-oak. 
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Dial, 6 Inches. 

Eight Day, Strike, 



Height, 23 Inches. Dial, 6 Inches. 

$3.80 Eight Day, Strike, 
Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 23 Inches. 



$3.80 
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ARMY AND NAVY. 

M'KINLEY-oak. MAINE-oak. 




Dial, 6 Inches. 



Height, 23 Inches. 




Dial, 6 Inches. 



Height, 23 Inches. 



Eight Day, Strike, 



$4.10 Eight Day, Strike, 
Fitted with Alarms or Gongs, 45 Cents Additional, List. 



$4.10 



ARMY AND NAVY. 

DEWEY-oak LEE-OAK 



59 





Dial, 6 Inches. 
Eight Day, Strike, 



Height, 23 Inches. Dial > 6 Inches. 

$4.10 Eight Day, Strike, . . 
Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 23 Inches. 



$4.10 
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ARMY AND NAVY. 

PEACE-oak. EMBLEM-OAK. 





Dial, 6 Inches. 

Eight Day, Strike, 



Height, 23 Inches. Dial, 6 Inches. 

$4.10 Eight Day, Strike, 
Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 23 Inches. 



$4.10 



RIVER LINE. 

DELAWARE-oak SUWANEE-oak. 
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Dial, 6 Inches. 
Eight Day, Strike, 



Height, 22 Inches. Dial, 6 Inches. 

$3.95 Eight Day, Strike, 
Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 23 Inches. 



$3.95 
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RIVER LINE. 

BRAZOS-oak. GI LA-oak. 




Dial, 6 Inches. 
Eight Day, Strike, 



in 

Height, 23 Inches. Dial, 6 Inches. 

$3.95 Eight Day, Strike, 
Fitted with Alarms or Gongs, 45 Cents Additional, List. 




Height, 23 Inches. 



$3.95 



RIVER LINE. 

WABASH-oak NIAGARA-oak. 
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Dial, 6 Inches. 
Eight Day, Strike, 



Height, 23 Inches. ^\a\, 6 Inches. 

$3.95 Eight Day, Strike, 
Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 23 Inches. 



$3.95. 



64 



STATES ASSORTMENT. 



IOWA-OAK. 




wmjwwwwmwwmmwtwwwwiwwwm 



Dial, 6 Inches. 



OHIO-OAK. 




Eight Day, Strike, 



Height, 23 Inches. Dial, 6 Inches. 

$4.35 Eight Day, Strike, 
Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 23 Inches. 



$4.35 



STATES ASSORTMENT. 

UTAH-oak. VIRGINIA-oak. 
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Dial, 6 Inches. 
Eight Day, Strike, 



Height, 23 Inches. Dial, 6 Inches. 

$4.35 Eight Day, Strike, 
Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 23 Inches. 



$4.35 
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STATES ASSORTMENT. 

TEXAS-oak. INDTANA-oak. 





Dial, 6 Inches. 
Eight Day, Strike, 



Height, 23 Inches. Dial, 6 Inches. 

$4.35 Eight Day, Strike, 
Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 23 Inches. 



$4.35 



STAR ASSORTMENT. 
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DIANA-oak 



VESTA-oak. 




Barometer and Thermometer. 




Height, 23 Inches. 



Dial, 6 Inches. Height, 23 Inches. Dial, 6 Inches. 

Eight 'Day, Strike, .... $4.35 Eight Day, Strike, . $4.35 

Fitted with Gongs or Alarms 45 cents additional, list. Any Oak Mantle Clock fitted with Barometer and Thermometer, 55 cents additional, list. 
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STAR ASSORTMENT. 

THALIA-oak. URANIA CALENDAR-oak. 

Barometer and Thermometer. 



Dial, 6 Inches 

Eight Day, Strike, 




Height, 23 Inches. 

We can not fit Alarms in Calendar Clocks. 



STAR ASSORTMENT. 

AURORA CALENDAR-oak. MINERVA CALENDAR-oak. 




Barometer and Thermometer 




Dial, 6 Inches. Height, 23 Inches. Dial, 6 Inches. Height, 23 Inches. 

Eight Day, Strike, .... $4.75 Eight Day, Strike, . ■. . . $4.75 

We can not fit Alarms in Calendar Clocks. 



TOPAZ CALENDAR-oak 



CHICAGO CALENDAR-oak 




Barometer and Thermometer 




Dial, 6 Inches. Height, 23 Inches. Dial, 6 Inches. Height, 23 Inches. 

Eight Day, Strike, .... $5.30 Eight Day, Strike, .... $5.70 

Any Oak Mantel or Hanging Clock fitted with Barometer and.'l hernu meter, 55 cents additional, list. Calendar, 40 cents additional, list. 



ITASCA HANGNIG-oak 



SUWANEE HANGING-oak. 
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All Oak or 

Walnut Mantel Clocks 

fitted with a 

Drop Bracket 

when so ordered, 

45 cents additional, 

list. 

Level, 15 cents 

additional, list. 

Gongs or Alarms, 

45 cents additional, 

list. 

Calendar, 40 cents 

additional, list. 




Dial, 6 Inches. 
Eight Day, Strike, 



Height, 25>/ 2 Inches. 



Dial, 6 Inches. 
$4.25 Eight Day, Strike, 



Height, 26 Inches. 



$4.55 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



New York. 




Cabinet, No. 7 



Antique Oak. 



Visible Pendulum. 



Eight Day. Half Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 



- i 'n -i • i i 

Height, 23 Inches. 




Dial, 5 Inches. 



Height, 15^/ 2 Inches. 



Dial, b Inches. 

tfght Day, Strike, $4.75 Cast Sash, White or Fancy Dial, $5.25 

Fitted with Alarm or Gong-, 45 Cents Additional, List. Fitted with Alarm, 45 Cents Additional, List. 



Till' E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Cabinet, No. 13. 

Antique Oak. Visible Pendulum. 

Eight Day. Half Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 




Cabinet, No. 14. 

Antique Oak. Visible Pendulum. 

Eight Day. Half Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 

"i,ii!iii,jf i ?^"" < 








Dial, 5 Inches. Height, 15'/ 2 Inches. Dial, 5 Inches. Height, 15\' 2 Inches. 

Cast Sash, White or Fancy Dial, . . $5.00 Cast Sash, White or Fancy Dial, . . $5.00 

Fitted with Alarm, 45 Cents Additional, List. 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Cabinet, No. 15. 

Antique Oak. Visible Pendulum. 

Eight Day. Half Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 
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Cabinet, No. 16. 

Antique Oak. Visible Pendulum. 

Eight Day. Hale PIour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. Height, 15^> Inches. Dial, 5 Inches. Height, 15^ Inches. 

Cast Sash, White or Fancy Dial, . . $500 Cast Sash, White or Fancy Dial, 

Pitted with Alarm, 45 Cents Additional, List. 



$5.00 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Cabinet, No. 17. 

Antique Oak. Visible Pendulum. 

Eight Day. Half Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 




Cabinet, No. 18. 

Antique Oak. Visible Pendulum. 

Eight Day. Hale Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 








Dial, 5 Inches. Height, 15i/ 2 Inches. Dial, 5 Inches. Height, 15J/ 2 Inches. 

Cast Sash, White or Fancy Dial, . . $5.00 Cast Sash, White or Fancy Dial, 

Fitted with Alarm, 45 Cents Additional, List. 



$5.00 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Cabinet, A. 



Antique Oak. Visible Pendulum. 

Eight Day. Half Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 




Cabinet, B 



Antique Oak. 

Eight Day 
Hour — Cathedral Gong. 



Visible Pendulum. 

Half Hour — Cup Bell. 



Patent Regulator. 
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Dial, 5 Inches. Height, 15^2 Inches. Dial, 5 Inches. Height, 15y 2 Inches. 

Cast Sasfi, White or Fancy Dial, . . $5.25 Cast Sash, White or Fancy Dial, 

Fitted with Alarm, 45 Cents Additional, L,ist. 



$5.25 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Cabinet, C. 



Antique Oak. Visible Pendulum. 

Eight Day. Half Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 







Cabinet, D. 



Antique Oak. 



Visible Pendulum. 



Eight Day. Hate Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 



i 
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Dial, 5 Inches. Height, 15|/ 2 Inches. Dial, 5 Inches. Height, 15i/ 2 Inches. 

Cast Sash, White or Fancy Dial, . . $5.25 Cast Sash, White or Fancy Dial, 

Fitted with Alarm, 45 Cents Additional, List. 



$5.2<' 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Cabinet, E. 

Antique Oak. Visible Pendulum. 

Eight Day. Half Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 
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Cabinet, F. 

Antique Oak. Visible Pendulum. 

Eight Day. Half Hour — Cup Bell. 
Hour — Cathedrae Gong. Patent Regulator. 




Dial, 5 Inches. Height, 15J/ 2 Inches. Dial, 5 Inches. Height, 15/ 2 Inches. 

Cast Sash, White or Fancy Dial, . . $5.25 Cast Sash, White or Fancy Dial, 

Fitted with Alarm, 45 Cents Additional, List. 



$5.25 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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MILPORD 



LOBBY 



Oak or Walnut. 



Antique Oak. 




Dial, 12 Inches. 




Dial, 12 Inches. 



Eight Day, Time, 
Eight Day, Strike, 



$5.50 

$6.50 Eight Day, Time, 



$9.00 



so 



DROP OCTAGON. DROP OCTAGON. 



Solid Oak. 



Solid Oak. 





Dial, 12 Inches. 


Height, 24 Inches. 




Dial, 10 Inches. 


Height, 21 Inches. 




Eight Day, Time, 




$5.45 


Eight Day, Time, 




$5.15 


Eight Day, Strike, 




6.45 


Eight Day, Strike, 




6.15 


Eight Day, Time, Calendar, 




5.85 


Eight Day, Time, Calendar, 




5.55 


Eight Day, Strike, Calendar, 


. 


6.85 


Eight Day, Strike, Calendar, 




6.55 



THE E. ENGRAHAM COMPANY, I'.RISTOL, COW. 

DROP OCTAGON. DEW DROP. 
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Solid Oak. 




Dial, 8 Inches. 

Eight Day, Time, 

Eight Day, Strike, 

Eight Day, Time, Calendar, 

Eight Day, Strike, Calendar, 



Height, 19 Inches. 



Imitation Rosewood or Oak Finish. 




Dial, 12 Inches. 

$4.85 Eight Day, Time, 
5.85 Eight Day, Strike, 
5.25 Eight Day, Time, Calendar, 
6.25 Eight Day, Strike, Calendar, 



Height, 23 '/ 2 Inches. 



$.5.55 
6.55 

6.18 

7.18 
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THE E. IXGRAHAM COMPANY, BRISTOL. CONN. 



IONIC. 



IONIC. 



Rosewood. 




Mosaic. 




Dial, 10 Inches. 


Height, 22 


Inches. 




Dial, 10 Inches. 


Height, 22 


Inches. 




Bight Dav, Time, 






$6.15 


Eight Dav, Time, 






$6.40 


Eight Day. Strike, 




• . 


7.15 


Eight Day, Strike, 






7.40 



HARTFORD 



Solid Oak. 




JHmmuinmutmmuuiuimiiimuuiua 






Dial, 12 Inches. 


Height, 32 Inches. 




Eight Day, 


Time, 




$6.15 


Eight Day, 


Strike, 




7.15 


Eight Daw 


Time, Calendar, 




6.55 


Eight Day, 


Strike, Calendar. 




7.55 



WESTERN UNION 



Solid Oak. 




Dial, 12 Inches. 



Height, 37 Inches. 



Eight Day, Time, 

Eight Day, Strike, 

Eight Day, Time, Calendar, 

Eight Dav, Strike, Calendar, 



$6.60 
7.60 

7.00 
8.00 



ARCTIC. 



Oak. 




Dial, 8 Inches. 



Height, 37 Inches. 



Eight Day, Time, 

Eight Day, Strike, 

Eight Day, Time, Calendar, 

Eight Day, Strike, Calendar, 



5 9.25 

10.25 

9.85 

10.85 



PACIFIC. 



Oak. 




Dial, 8 Inches. 



Height, 37 Inches. 



Eight Day, Time, 

Eight Day, Strike, 

Eight Day, Time, Calendar, 

Eight Day, Strike, Calendar, 



p 9.25 

10.25 

9.85 

10.85 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Venetian, No 2. 



Venetian. No. 2. 



DORIC. 



Rosewood. 



Rosewood — Extra. 



Rosewood. 






Height, 18 Inches. 



Height, 18 Inches. 



Height, 16 Inches. 



Eight Day, Strike, . $5.55 

Eight Day, Strike, . $7.25 Eight Day, Strike, . $7.25 Gilt Columns, 25 cents additional. 

Eight Day, Strike, Gilt Columns, 7.75 Eight Day, Strike, Gilt Columns, 7.75 Octagon Top, 25 cents additional. 



